FIRE DEPARTMENT INFORMATION 
REGARDING CORNELIA WARREN FARM AND FIELD HOUSE 
240 BEAVER STREET 


DiGregorio, Donna 


From: DiGregorio, Donna 

šent: Friday, September 23, 2022 10:24 AM 
To: Fitzgerald, Jennifer 

Subject: RE: 240 Beaver Street 


Yes, Jennifer Sandra already sent us the information from Building. The Mayor wanted to check to see if the Fire 
Department had anything on the property. 


Thanks Pii give this to her. 


Donna 


From: Fitzgerald, Jennifer <jfitzgerald Ofire-dept.waltham.ma.us> 
Sent: Friday, September 23, 2022 9:25 AM 

To: DiGregorio, Donna <ddigregorio@city.waltham.ma.us> 

Cc: Grant, Richard <rgrant@fire-dept.waltham.ma.us> 

Subject: RE: 240 Beaver Street 


Hi Donna, 
| suspect you need the Building Department — it depends on what type of permits you are looking for. 


| don’t know what a “work card” is. 
We have not received any plans for 240 Beaver Street. 
fhat would be the step before they get a building permit (if Fire Department review is required). 


-They had a tent on the property 6/04/22-6/05/22. 

-I have an expired (5/12/2022) Propane permit for forklift(s). 

-We have a copy of DEP form for Asbestos removal in 2010. 

-We have record of 4 Aboveground tank removals in 2009. 

-We also have records of underground tank removals = 2 in 2001, 2 in 1998, 2 in 1992, 1 in 1991, 1 in 1983. 


-Between 2001 to present (current record set) the Fire Department responded to 6 medical calls, 10 accidents (on the 
street), 3 grass/outdoor fires, 2 wires down/tree fires and one gas burner/smoke problem. 


| do not have any other Fire Department permits for 240 Beaver Street. 

(Fire Alarm, Sprinkler, Tank Trucks, Above or Underground tank installs, Blasting, Compressed Gas or Cryogenic Fluids, 
Flammable Storage, Hazardous Materials processing, Hot work, Oil Burners, or Unvented heaters) 

If you want a copy of anything we do have, please let me know. 

Thanks 


Inga Pipe 


Fire Prevention Bureau 
175 Lexington Street 
Waltham, MA 02452 


